Re: FW: Water Leak at The Parking Spot at 9101 S... 


Subject: Re: FW: Water Leak at The Parking Spot at 9101 S. Sepulveda Blvd. Today 
From: Donald Duckworth <duckworth.donald@gmail.com> 

Date: 12/14/2016 03:39 PM 

To: Eric Glyn-Davies <eric@hbdrollinger.com> 

CC: Miki Payne2 <miki@hbdrollinger.com>, Moheb Rahman <moheb@hbdrollinger.com>, Andy Loos <Andy@hbdrollinger.com> 
Sorry for the delay. This is NOT a BID vendor. 

On Dec 14, 2016 8:32 AM, "Eric Glyn-Davies" < eric@hbdrollinaer.com > wrote: 

Hi Don, 


Very early this morning we started to receive calls about the company in the photo below using the water from the Parking Spot and broke the landscape line, leaving the water gushing out. Instead of sticking around to fix the problem or at least shutting off the water, they just left. We had a very bad flood at the Parking Spot last year. 


Without knowing all the facts at this time wanted to see if this is the company the Bid uses and where they working last night? 


Thank you. 


Sincerely, 


Eric Glyn-Davies 

Senior Property Manager / Broker Associate 


From: 310629315K3ipm.sprint.com [mailto: 3106293151@pm.sprint.com1 

Sent: Wednesday, December 14, 2016 8:22 AM 
To: Eric Glyn-Davies 

Subject: 


Sent from my mobile. 


guys cleaning your building (possibly power washing) using our water supply... something broke and somehow they are unable to turn off the water supply (it requires a tool) and it is 


sntly running leading into the valet driveway. I instructed the supervisor to try and call the Fire Department to turn off the water. It is 




from the a few months ago however if it is allowed to run could cause some issues. 
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